FOOT BEAT 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


DATE 


OFFICER 1 
OFFICER 2 


ROBERT 1 
2-10-2015 

A. NUNEZ #1600 
L. MAKI #1111 


SUPERVISO — S. SEYLER 


R 


1000 
HRS 


1000 
HRS 


1100 
HRS 


1200/12 
30 


1230/18 
30 


1435/15 


BEGINNING OF SHIFT. RECEIVED RADIO EQUIPMENT IN 
WORKING ORDER AND RECEIVED PASS DOWN 
INFORMATION. 


PSO MAKI: BEGINNING OF WATCH 


PSO NUNEZ: BEGINNING OF WATCH 


ROLL CALL 


PSO NUNEZ: RIDE-A-LONG WITH F-3 


PSO MAKI: DISPATCH COVERAGE 


PSO MAKI: CODE 7 


PSO NUNEZ: CODE 7 


E.O.W 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


